1987 INDEX 


Volume 81, 
Numbers 1-6 


A consolidation of the 


indexes of the six issues 
of FIRE JOURNAL 
published in 1987. 


USING THE INDEX: 


Each page reference consists of two numbers 
separated by a colon. The number preceding 
the coion identifies the issue (1: January; 2: 
March; 3: May; 4: July; 5: September; 6: 
November). The page number in the issue 
follows the colon. 


EXAMPLE — 4:33 refers to the July issue, 
page 33. 
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ACCIDENT INVESTIGATION: 
Review of Book on. 4:64 
Agnoso Cans: 
Factor in Apartment Fire Spread. 2:17 
Fire Involving. 1:19 
AEROSOL FLAMMABILITY TESTs 
Devel a of Dupont Aerosol Flammability Test. 2:32 


Arnport 
Loading R ime, Chicago, Ill., Aug. 10, 1986. 6:34 
AKRON, Geno: 
Store Fire, 1986. 6:35 


a Fire, 1986 4:29 
ire January 1986. 1:15 


MSailding U Under Construction. 4:29 

7 Awoke Another Occupant of Building. 5:27 
Employess Fought Fire. 2:17; 5:28 

Fire Set Off Burglar Alarm. 6:19 

Guard Notified His Supervisor. 4:27 

Neighbor Attempted to Rescue ee. 6:17 

Occupant Fought Fire. 3:20; 4 

Occupant Fought Fire, Aiomated Resuce. 5:27 

Occupant L for Fire Extinguisher. 1:19 

Occupant seenet from Neighbor's Home. 3:19 

Occupant Tele ——— Police Tipartnent. 5:27 

Occupant Tried to ae Fire. 2:16 

Occupznts Fought Fire 

Passerby Searched for Phone. 4:29 

Smoke Detectors Inadequately Monitored. 4:24 

Telephone Call to Wrong Communications Center. 1:14 

Telephone Out of Order. 6:18 


Large-Loss hein cd Fire, April 6, 1986. 6:34 
AMUSEMENT Park Fi 

Stored Parade Floats, California, June 1986. 3:115 
Anperson, S.C.: 

Manufacturing Plant Fire, Sept. 23, 1986. 6:34 
APARTMENT BuiLpIinc Fines: 

Condominium, Pennsylvania, 1986. 4:22 

Maine, July 1986. 3:21 

Philadelphia, Pa., May 8, 1986. 4:40 

Rowhouse, Maryland, M March 1986. 2:17 
APARTMENT Compisx Fi 

New York State, ril 18 1986, 2:16 

Texas, August e08 3:2 

Texas, July 1986. 3: 20 
APARTMENT Comptex-UNper-CONSTRUCTION Fires: 

California, July 3, 1986. 4:76 

Rancho-Cucamonga, California, July 3, 1986. 6:33 
APARTMENT Fire: 

Florida, October 1986. 4:39 
Aqueous Fi.m-Forminc Foam: 

Effective on Service Station Pump Fire. 4:27 
ARIZONA: 

Dwelling Fire, January 1986. 1:15 
ARKANSAS: 


Depertasent Store Fire, June 1986. 3:21 
ATHENs: ALAa.: 

Nuclear Power Plant Fire, May 10, 1986. 6:34 
ATTIC: 

Exterior Fire Extended Into. 3:21 

Fire Spread Into. 5:29, 31 

Fire en Through. 6:32 
Austin, Minn. 

Large-Loss School Fire, July 3, 1986. 6:34 
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AvTo Saves AcENcy Fine: 
Santa Monica, Calif., April om 1986. 6:32 
Washington State, 1986. 6:4 

AvTOMOBILE DEALERSHIP Fines 
Santa Monica, Calif., Apri 17, 1986. 6:32 
Washington State, 1986. 6:19 

AUTOMOBILE Fires: 
California, 1986. 4:40 
California, February 1986. 1:18 


BALconigs: 

Hotel Guests Awaited Rescue on. 3:79 
Bactimore: Mp.: 

Large-Loss Warehouse Fire, Nov. 4, 1986. 6:34, 37 
Bamobenc, S.C.: 

Dwelling Fire, Dec. 7, 1986. 4:40 
Barn Fine: 

Short Circuit, New York State, 1986. 6:22 
Barroom Fire: 

Colorado, 1986. 6:17 


Beppinc 

Fatal, Fire Involving. 1:18 

Fire Involving. 5: 
Bismark, N.D.: 

Electric Generating Plant Fire, Nov. 17, 1986. 6:34 
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Liquid ane Sturage Tank, Minnesota, 1986. 4:29 
Boarp-Anp-Care Facitities 

Causes of Multiple-Death ‘Fires In, 1978-1984. 6:30 
Boat Fines: 

Fuel-Related, On Recreational Boats. 4:1 

Reducing Recreational Best Fires and ie. 4:19 
Boat Storace Facitity Fires: 

Miami, Fla., April 30, 1986. 6:34 
Boox CoLmns: 

Electrical Safety Engineering. 3:85 

Investigating Accidents With STEP. 4:64 

Petroleum Liquids— Fire and Emergency Control. 5:110 

Up From or) Ashes. 6:62 


Boxes: 

Cardboard, Ignited by Gas-Fired Generator. 5:29 
Branps: 

Flying, Fires Caused By. 4:24 

Flying, Roof Fire Caused By. 4:29 
Branps, FLyinc: 

Fires Caused By. 

Roof Fire Seat ag 4:29 
= Fires: 

ignited by Flowing Gasoline Fire, New Jersey. 1:20 

noasetlam tele Fines: 

Alabama, 1986. 4:29 

California, July 1986. 2:68 

California, July 3, 1986. 4:76 

Louisiana, pril 1986. 2:69 

Massachusetts, 1986. 4:29 
Buitpinc-UNpER-RENOvATION Fire: 

Motel, California, October 1986. 5:31 
Burcar Bars: 

Windows and Doors, Factor in Multi-Death Fires 4:39 

Bi Cruer Ropert }- 2 

Profiles Column on. 6:11 
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CALIFORNIA: 


Amusement Park Fire, June 1986. 3:115 
2. -Complex- Under-Construction Fire, July 3 


Balding Under Construction Fire, July 1986. 2:68 
Dwelling Fire, 1986. 6: 
Forest, atershed Fire, July 20, 20, ae. 6:32 
Lumberyard Fire, June 1986. 
Manufacturing Plant Fire, April 7 * 086. 4:40 
Manufacturing Plant Fire, October, 1986 5:30 
Manufacturing Plant Fire, 1986. 4: 27 
Mobile Home Fire, February 1986. 1:18 
Motel-Under-Renovation Fire, October 1986. 5:31 
Office ates September 1986. 5:29 
Parade Floats une 1986. 3:115 
Restaurant Fire, 1986. 4:22 
Store Fire, 1986. 4:27 
Vehicle Fire, 1986. 4:22 
CANDLE: 
Dormitory Fire Caused By. 1:18 
Care-Or-Acep Facittry Fires: 
Massachusetts, June 1986. 3:19 
Pennsylvania, pril 1986. 2:14 
Canc, SusPENDED 
Collapses During ‘Explosion and Fire. 3:22 
Cuarcoat GRILL: 
Illegal Outdoor Use Causes Forest Fire. 6:32 
Cremica REACTION: 
Cause of Fire in School. 1:14 
Cnicaco, IL. 
Airpnt Loading Ramp Fire, August 10, 1986. 6:34 
CHILDREN AND MATCHEs: 
Cause of Fatal Fire. 4:39 
CHILDREN AND STOVE: 
Cause of Fatal Fire. 4:40 
CHILDREN UNATTENDED: 
Fatal Fire Involving. 4:76 
1986 Fatal Fires Involving. 4:37 
Victim in Fatal Fire, ln 1986. 1:18 


Victims in Fatal oe. Arizona, January 1986. 1:15 
CHLOROFLUOCARBO 
And The Stratospheric Ozone Issue. 3:56 
Curustmas Tree Fine: 
Colorado, 1986. 6:17 
CiGaRETTE: 
Fire Started by. 5:30 
Probable Cause of Fire. 2:16, 19 
Cicarette Lichter 
Fatal Incendiary ‘Fire font By. ty 17 
Incendiary Fire Started By. 5 
Cincinnati, Onto: 
Description of (Re 1987 NFPA Annual Meeting). 2:48 
Cxotnes Drven: 
Natural-Gas-Fired, Thermostat Cs-ses School Fire. 5:25 
Cope ENFORCEMENT: 
‘ And Sprinklers, Necessary For Life Safety. 3:82 
OLORADO: 
Baroom Fire, 1986. 6:1 
Lumberyard Fire, Octobe 1986. 5:31 
ComsusTION, 
Measuring. cahun f Combustion Hazards From 
Electrical Systems. — 108 
CommerciaL ComPLex 
San Francisco, Calif., rae 4, 1986. 6:32 
Computer Room Fines: 
Statistics On. 1:46 


Computers: 
Databases For. 4:11 
Microcom _ And Fire Protection. 3:13 
ConcEALED 
Fire Spread ‘Through. 3:21 
Conpominium Fire: 
Pennsylvania, 1986. 4:22 
Connecticut: 
Dwelling Fire, 1986. 6:17 
Lite Safety C Code Seminar Goes to Connecticut. 5:33 
School Fire, 1986. 4:22 
Consumer Propuct SAFETY 
Fireworks Injuries By. 4:30 
Cooxinc-ANp-HEATING ENT Fines: 
Electric Stove Ignites = 4:39 
Pan Left Unattended. 4 
Pan of Grease Left Gustine. 2:14 


CommMiIssiON: 


Unattended Gas-Fired Grill on Petio. “ai 28 
Corrupors: 


Fire Spread a 2:77 
CrysTat Sprincs, M 

Store Fire, Feb. 4, "1986. 4:40 
Curtains: 

Flame-Resistant, Prevented Fire Spread. 5:22 
aston rs es Shed. 4:27 

ne Torc! ites 
Fire Caused By. 2 


<tiaiilddaeiiimmm ATi canines 
Datuas, Tex.: 
How Dallas Kept Smoke Detectors Operational. 4:57 
Detection Dexayen: 
No Automatic Detection System. 5:31 
Detectors, Heat: 
Lack of, Factor in Fatal Fire. 3:83 
Detectors, Heat, SaTisFactory Penronmance. 1: 14, 18; 
3: 19; 5:22 
, SMOKE: 
How Dallas Kept Smoke Detectors Operational. 4:57 
Detectors, SMoxe AND Heat: 
Sastisfactory Performance. 2:20 
Detectors, Smoxe, Not a Factor in Fire: 
Battery Not Replaced. 4:63 
Disabled by Occupants. 3:20 
Not Reset After Previous Fire. 2:14 
Detectors, Smoxe, SaTisFacTory Penronmance. 1:15, 18; 
2:14, 16, 56; 3:21; 4:24, 25, 39, 62; 5:22, 25; 6:18, 35 
Detectors, SMoxe, UNSATISFACTORY PERFORMANCE. 1:63 
Disxs & Data CoLumn: 
Databases. 4:11 
Microcomputers and Fire Protection. 3:13 
Spreadsheets. 5:18 
Word Processing. 6:12 
Door, Exrenor: 
Left Open, Factor in Fatal Mobile Hoe Fire. 6:17 
Stuck, Factor in Fatal Fire. 6:17 
Door, Room: 
Lacked Knob, Factor in Fatal Fire. 4:39 
Doors: 
Security Bars on, Factor in Multiple-Death Fires. 4:39 
Doors: Conmupor: 
Opened for Evacuation During Fire, Smoke Spread 
Through. 5:101 
Doors, Exrenion: 
Locked, Factory in Fatal Fire. 1:18 
Doors, Fire: 
Closed, Contained Fire. 1:15 
Closed, Contained Smoke. 5:22 





Doors, Room: 
cont Fire, Smoke and Heat Spread 


01 
a Factor in Fatal Fire. 1:63 
Doamrrony Fine: 
; Soeeeeseanstte, February 1986. 1:18 


eae Secs 1:14 
‘ae Spread Through. 6:36 


Ducts, Venniation: 


Arizona, January 1986. 1:15 
S.C.. Dec. 7, 1986. ¢:40 


Dalles, Tex., une 17, 1 
 Tex.. me 11, 108, 
. Tex., May 16, 1 
” Tex., Nov. 21, I 


Florida, 
aon. May 1986. 3:21 
elso, Wash., June 21, 1986. 4:40 
1986. 5:27 


Meine, 1986. 5:25 
Ma: achusetts, September 1986. 5:27 
— Minn.. February 1986. 4:39 
inn. a Cane! 5. 1986. 4:40 
Soe a ita 
ivania, 
ae. june woe oh 3:20 
oe Carehine 


ber 1986. 4:39 
io aa 6:17 


Weahington, Stat ‘Stele, 087 17 
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Eprroriats: 
And Now Foz Something Sougety Different. 3:6 
A Tribute te ai Old Frie 
Code Developments and Satiticed Studies. 4:6 
Good News and Bad. 2:6 
Us Guarantee Future of Fire Protection 


neering. 6:6 
ith the Old, In With the New. 1:6 
ieee 
Care-OF- Aged Facility Fire, Pennsylvania, April 1986. 


a Genenatinc PLant Fine: 
cor seo N. Dak., Nov. 17, 1986. 6:34 
ELectaica: Fires: 


iT : 

Heater Ignite; Floor, Combustibles. 6:20 
Belk Bend Ignites Gasoline. a 27 
Elevator Motor Malfunctions, Ignites Insulation. 2:16 
Fluorescent Light Falls Into, Ignites Blankets. 6:21 
Freezer. 5:27 
Heat Lamps Ignite Combustibles. 4:22 
Heater Ignites Bedding. 6:17 
Heater Ignites Combustibles. 6:17 
Heater Ignites Combustibles, Probable Fire Cause. 6:19 
Heating Unit Malfunctions, ignites Combustibles. 6:22 
—oe Lamp Short-Circuits, Ignites Aerosol 


Motor in Spray Booth Malfunctions. 1: = 

Oscillating Fars Ignite Acetone Vapors. 1 

Toaster Lever field Down, Combustibles ceed. 6:18 
Fines: 

Arc Causes Gas Line Failure. 4:27 

Arc Ignites Combustibles. 3:114 

Are Ignites Leaking Nat:.cal Gas. 1:19 

Arcing Ignites Stored Combustibles. 2:19 
Electrical Cerd Probable Fire Cause. 1:20 

Fan Sear cent 6:22 

Fire ted in Bathroom, Nov. =. 1985. 4:62 

ema Sign Short-Circuii ited. 5 

oe 4:25 

Overloaded Extension Cord. 4:62 
Beat Fe Crom enti Came, 1:22 


ites Combustibles. 1:19 
iring, Improper Electri- 


Connection. 5:27 
Window Washers’ Cables Contact Overhead Streetcar 
Wires. 2:19 
Exectncat Sarety Cotum: 
Fire Barrier Ponsteattons 1 Must be Senet. 6:66 
Measuring Products of Combustion H from Elec- 
trical Systems. 5:108 
1987 National ed ae. Major Changes in 
Limited Energy Articl 3:87 
Exvectca, Waunc 
Inadequate, + a of Fatal Fire. 5:27 
Eevator: 
Fire Started in. 5:30 
Exevator SHarts: 
Smoke and Heat Spread Up. 3:79 
ENcineess. 
And National Council of Engineering Exarniners. 1:24 


— 

Dormitory, Successful. 1:18 
High-Rise Office Building, 
Hospital, Successful. 3 
Hospital’ Unsure 
Successful. 


Hotel, 2:1 
Hotel, Unsuccessful, Inadequate Exits. 3:104 
Library, Successful. 2: 

Restaurant, Successful. *t: 22 


School Successful. 1:14; 2:14; 4:22 
Store, Successful. 5:28 
Exrts: 
Inadequate, Factor in Fatal Fire. 3:83 
EXpLosion aNp Fine: 
Flammable sas. Warehouse. 6:37 
Gasoline Vapors Ignited. 4:27 
Illegal Fireworks Manufacturing. 6:32 
ea Propane Supply - ge 4:27 
ae _— aj 
LP-Gas Leak. 1 _ 
Natural Gas. 1: ie 
Natural Gas Leak. 4:40 
Exp.osions: 
Acetylene Gas Tanks. 2:20 
And Fires on Recreation Boats, Reducing of. 4:19 
Flammable Materials in Hardware Store. 2:17 
Hydraulic Fluid Tank. 4:27 
Propane Vapors. 5:25 
ExtincutsHen: 
Portable, Ineffective on Barroom Fire. 6:17 
EXTINGUISHERS, Carson Dioxipe, SaTisFacTory Penrorm- 
ance. 1:18 
Exmncuisners, Dr CHEMICAL: 
Discharge Obscurred, Routed Rescuer. 5:98 
EXxtIncuisHErs, PORTABLE: 
Effective on School Fire. 4:22 
— Up On Construction Site. Factor in Fire Spread. 


nulindim SysTEMs: 
Dry Powder, Unsatisfactory Performance. 4:27 
Special Hazard, verview of U.S. Manufacturers of. 


4:43 


Fasnics, Fine-ResisTant: 


Fee, Franx J., III: 
Profile of an NFPA Member. 3:15 
Fiims, Fine: 
: Short Course in Animation. 5:84 
“a Film “I Am Fire.” 5:84 
nal 


Making te Film “I Am Fire.” 5:84 
Fine ALanm CertiricaTe SeRvice: 
Underwriters Laboratories. 2:29 
Finr ALanm Protective SIGNALING SysTEMs: 
Overview of U.S. Manufacturers and Equipment, 
Part 1. 5:57 
Overview of U.S. Manufacturers and Equipment, 
Part 2. 6:43 
Fire ALARM Syst_ms: 
Early Systems. 5:49 
Fine DEPARTMENT Operations HAMPERED: 
Access Limited, High Heat, Heavy Sracke, Narrow 


Aisles. 2:56 
Perk, Snow Drifts, High Winds, Hydrants Buried. 6:18 
losion Ruptured ‘ater Main. 
Heavy Smoke, Doors Blocked by Store Stock. 5:28 
High Wind, Lack of Water Supply. 6:22 
Hot Weather, Winds. 4:24 
Intense Heat. 6:35 
Intricate Building Design. 2:56 
Lack of Water ty 3:114 
Lack of Water Supply, Toxic Fumes. 6:36 
Low Water Pressure. 2:68 
Noxious Smoke, Toxic Fumes. 5:30 
Padlocked Door, Dead-End Corridors. 2:16 
Security Fence Around ee Locked. 3:114 
Windows Did Not Open. 2:19 
Fire Detection: 


Past, Present, and Future. 5:49 
Fine Drs: 
Factor in Hospital Evacuation. 5:105 
Factor in Successful Evacuation. 2: 14, 161; 5:29 
Hospital, Payed Off. 1:15 
Fire Loss, U.S. 
During "1908. 5:36 
Fim PREVENTION: 
How Dallas Kept Sete Detectors Operational. 4:57 
Fime PRevENTION 
Plant Your Escape, 1 1987 Theme. 4:77 
IRE PROTECTION: 


“And Microcompu ters. 3:13 
Se a net 
anufacturers of. 
Fire pemmeoune tance 


— on Quick Response Sprinkler Research Project. 


Fire an Systems 
For — Hazards, Guereiew of U.S. Manufacturers. 


Pa: Pasmncene Seemsasns Seomnes: 
UL’S Fire Alarm Certificate Service. 2:29 
pee. © 1:14; 2:14; 3:19; 4:22; 5:22; 6:17 


Development of t Aerosol Flammability Test. 2:32 
New Approach to Fire Toxicity Data for Hazard Evalu- 
7 ation, 2:22 
IRE 


RESEARCH: 
— on Quick Response Sprinkler Research Project. 


Fire Terenas 
More Questions NFPA Members Ask The Fire Analysis 
Division. 1:46 
or on aa! Upholstery Interliner. 6:58 
‘abrics, nterliner. 
Factory Mutual Tests of Smoke and Heat Vents. 3:27 
IITRI Tests of Smoke and Heat Vents. 3:27 
Mattresses. 6:58 
Upholstered Chairs. 6:58, 59 


Fine-ResisTant Fasnics: 
Designers Views on. 6:60 


Fireworks 
1986 U.S. Experience With. 4:30 


Accidents Involvin 
Explosions Duri _ Manufacture. 6:32 
ra 30, 76 


Fire Caused By. 
Fire Involving. 
Large-Loss Fire Caused By. 6:33 
Fireworks Dispcay F\ 
Edgewater, Fla., July. 4, 1986. 4:30 
Fireworks PLANT Fines: 
San Francisco, _ ., April 4, 1986. 4:40 
FLAMMABILITY Tes 
Development of Dupont Aerosol Flammability Test. 2:32 
FLAMMaBLE Liguip/Gas Loapinc Facizity Fire: 
Pascagoula, Miss., July 1, 1986. 6:34 
FLAMMABLE, ‘CompusTiBLe Liguws Fires: 
Gasoline. 2:16, 20; 3:20, 22; 4:25, 27; 5:30 
Gasoline Pipe Leak Ignites in Canal. 1:19 
Gasoline Usd to Clean Gas Station. 6:19 
Gasoline Used to Remove Carpet Glue. 5:31 
Gasoline Used to Start Fireplace Fire. 5:25 
Rowhouse, Maryland, March 1986. 2:17 
FLasHoven: 
Fire, Kansas City, Mo., December 30, 1986. 


5:106 
In Fatal Hotel Ballroom Fire. 3:79 
Fioors 
= Liquids In, Contributed to Fire Spread. 


FLonpa 
Dwelling Fire, October 1986. 4:39 
Gas Distribution System Fire, 1986. 4:27 
Hotel Fire, Apri! 1986. 2:16 
Laundry Building F ire, February 1986. 1:20 
Manufacturing Plant Fire, April 1986. 1:20 
Service Station Fire, June 1986. 3:22 
Warehouse Fire, February 1986. 1:22 
Foam: 
Used on Sontee Station Fire. 4:27 
Foam, 
Used on Sovsieo Station Fire. 4:27 
Forest Fines: 
Hempstead, N.C., May 5, 1986. 6:34 
Forest, WATERSHED Fire: 
Los Angeles, Calif. July 20, 1986. 6:32 
Fort LAuDERDALE,|FLA.: 
ne Warehouse Fire, September 5, 1986. 6:34 
Frepenicx, O; 
Large-Loss — Fire, January 10, 1986. 6:34 
Frurt.anp, Mp: 
Large-Loss Warehouse Fire, September 23, 1986. 6:34 
FurnisHINGs: 
Fire Tests. 6:58 
Fire-Resistant, Update On. 6:56 
Upholstered, Existing Requirements For. 6:56 
Furniture: 
Chair, Fire Involving. 1:62 
In Cartons, Fatal Fire Started In. 3:77 
Furniture UPHOLSTERED: 
Fire Tests Of. 6:58 


G 


Gas: 
LPG Over-Filling Fires. 5 
Natural, Explosion and Fe. 1:14, 4:40 
Natural, Fire Involving. 1:19 
Propane, Explosion. 5: 
Propane, Fire Cause. 1:22 
Gas DistripuTion System Fire: 
Florida, 1986. 4:27 
Gas Expvosions: 
Propane. 5:25 
Gas Fines: 
Natural. 4:27 
Propane. 1:22 
~ Ponstel Mi Feb: 4, 1986. 4:40 
rin iss., ruary 
Leak, Costa ria - 


Gas Leaks: 
Natural Gas, Cause of Explosion. 1:14 
Natural Gas, Cause of Fire. 4:27 
Natural Cus, Cause of 
= Cc Cause of Expl . - 
pane, Cause of Fire. 
Gas Line: 
Failed, Causes Leak, Fire. 4:27 
Gasouine Fires: 
Spill Ignites. 1:19 
Gaso.ine Pumps: 
Self-Service, Used to Dispense Kerosene, Fire Cause. 2:16 
Gaso.ine Vapors 
oo — by Pilot Light of Water Heater. 4:27; 6:19 


School Fire, pemeaty 1986. 1:14 
Grimes, Martin E 


sion and Fire. 4:40 
5:25 


H 


Haven 1211: 
And The Strat ric Ozone Issue. 3:56 
Uses and a teaen of. 3:70 
Havon 1301: 
And The Stratospheric Ozone Issue. 3:56 
Uses and Brief Description of. 3:69 
Havons: 
Achieving The Best Use of. 3:69 
And The Environment, NFPA Perspective on. 3:63 
And The Stratospheric "Ozone Issue. 3:56 
Haanissurc, Pa.: 
Large-Loss Manufacturing Plant Fire, 1986. 6:37 
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Manufacturing Plant Fire, February 3, 1986. 6:34 
Hazarpous MATERIALS. 

Newark’s — Reonagument and Preparedness 

Programs. 2 

Heatn Cane ieee 

Fatal Fire Risks and ae in. 5:102 
Heattn ae ee. Faciurry Fines: 

ret, - A 

‘ fies for 


Heater, Gas- mg 
Ignites Blanket. 6:18 

Heaters, Evectnic: 
Ignited Bedding in Fatal Fire. 6:17 
Ignited aeeomies in Fatal Fire. 6:17 


Gas-Fi 


1986. 2:14 
1986. 5:22 


Fire Cause. 6:18 


Sooner Pen be, Spill, Cause of Fire. 2:16 
Heatinc-Anp-Cooxinc Ei = +a 

Electric Heater Ignites 

Electric Heater Ignites Combuctibic, 6:17 

Electric Space Heater. 4:63 

Electric Stove oon eas. 4:39 

Furnace, Oil-Fired. 3 

Gas Hot Water =. Sige Combustibles 4:40 

on Furnace Malfunctions, Probable Firs Cause. 


Gar Fired Heater Ignites Blanket. 6:18 

Gas-Fired Heater Ignites Gasoline — 6:19 

Pan of Grease Left Unattended. 2:1 

Unattended Charcoal Grill on O enll 3:20 

Unattended Gas-Fired Grill on Patio. 4:22 

Restaurant Grill Ignites Leaking Natural Gas. 1:14 

Weod Stove, Faulty Flue Causes Fire. 3:21 
Heuicorrers: 

Used For Rescue in Fatal Hotel Fire. 3:79 
Hempsteap, N.C.: 

“ame Forest Fire, ss 5, 1986. 6:34 

Orrice Buitpinc F 


es, Cali, April 29, 1986. 2:56 
in. 


: wee Bank st mag 5 a 6:24 
Suppression s Recommen r. 6: 
Home-Fror-Evpency Fire: 

semanas, April 1986. 2:14 


Hospice 

Snuthfield, Mich., Dec. 15, 1985. 1:56 
Hosprrau Fines 

Alabama, January 1986 1:15 


Tingis, June 1986. 3:19 

Kansas | ity, Mo., Dec. 30, 1986. 5:96 
North C: Carolina, March 1986. 2:14 
DuPont 


iaza Hotel, San Juan, Puerto Rico, Dec. 31, 
1986. 3\74 


Florida, April 1986. 2:16 
HOUSEKEEPING, Hosprra: 
Poor, Factor in Fire. 1:15 
Housinc For THE ELpERy: 
Deficiences in. 6:28 


Construction 
a 6:28 


ie Helped Dallas Provide Smoke Detectors. 4:57 
HVAC System: 

Smoke and Heat Spread pae- 3:79 

Smoke Spread Through. 3: 


Hore. 


\ I 


Dwelling Fire, May 1986. 3:21 


Spiel Fire, June 1986. 3:19 
Sontice Staticn’ Fee. 1986. 6:19 
ain (Suspicious) Fines: 
eo ee Under Construction, Massachusetts, 


iene Building, Philadelphia, Pa., May 8, 1986. 


P.O Colorado, 1986. 6 
—_ Care. Facility ior esectea, Michigan, September 
High School, Vir, fae. October 1986. 5:22 
Hospice, South Mich., Dec. 15, 1835. 1:56 
fetta ee ea aa a 

Library, La ; Calif. ‘on’ 3, 1986. 2:79 

t, California, October 1986. 5:30 

Office — ig, Montgomery County, Md., July 18, 
Rowhouse, Maryland, March 1986. 2:17 

Warehouse, Baltimore, Md., Nov. 4, 1986. 6:37 

INCINERATOR: 


Spark from Ignites Roof. 2:19 
— Vehicle Repair Shor, ny 1986. 4:27 
jotor D Ty 
Store Fire, February 1986. 1 
Warehouse Fire, 1986. 4:28 
InTewor Finisn 
Combustible, Fatal Hotel Fire Spread by. 3:77 


JaBLonsky, JoHN 

1987 Winner sth NFPA Paul C. Lamp Award. 5:112 
Jounston, Wituiao F. 

Profile Column on. 4:14 
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Jovenme, Frreserrinc 
Cause of Dwelling 1 Fire. 3:20 


K 


Kansas Crry, M 

Medical Center Fire, Dec. 30, 1986. 5:96 
Kearney, N.J.: 

Manufacturing Plant Fire, May 26, 1986. 6:34 


‘ASH 
Dwelling Fire, June 21, 1986. 4:40 


L 


Larce-Loss Firs, U.S.: 
1986, Study of. 6:32 
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From a company 
in valves, Inbal 
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on/off and hydrant valves, 
all with manual override 


i — 
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operation and _— 


Ze < worldwide experience. 


VAF Corp. 
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available in sizes 14” -12” 
and made of a wide range of 
materials to meet different 
applications in your fire 
protection system. 
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